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BILL NO. $-78-10- 


<6 




SPECIAL ORDINANCE NO. S-j 


AN ORDINANCE approving a blanket purchase 
order - City 1 Utilities purchase Order No, 
0338 for materials for the Water Mainten¬ 
ance & Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1. That the blanket purchase order - City Utilities 
Purchase Order No. 0338, dated October 10, 1978, between the City of Fort 
Wayne, by and through the City Utilities Purchasing Agent and the Board of 
Public Works and National Mill Supply, for: 


Copper pipe for the Water Maintenance and 
Service Department, 


all as more particularly set forth in said purchase order, which is on file 
in the Office of the Department of Purchasing and is by reference incorpor¬ 
ated herein and made a part hereof, be and the same is in all things rati¬ 
fied, confirmed and approved, 

SECTION 2, That this Ordinance shall be effective upon passage 
and approval by the Mayor, 




andS,^ To torm 








Read the first time in full and on motion by 


, seconded by 




Committee on 


, and duly adopted, read the second time by title and referred to the 
_faj id the Ciry Plan Commissi on for 


< 9 ^ 


recommendation) and Public Hearing to be held after due legal notice, at the Council Chambers, 

City^ ounty - ^ trilding, Port Wayne, Indiana, on T TTTe -— _day 

of---"7 7 ,19_, at " o'clock TvTTTE.S.T. 


DATE: 








CITY CLERK 

, 2 

Read the third time in full and on motion by _ 

C7^ _ _, and duly adopted, placed on its passage. 


seconded by 
Px\SSED (LOST) by the following vote: 

AYES NAYS 

TOTAL VOTES _ 

BURNS 

HINGA ‘ _ 

HUNTER 

MOSES 

NUCKOLS 

SCHMIDT, D. ^ _ 

SCHMIDT, V. C ^ 

STIER _ 

TALARICO ^ _ 

DATE: 


ABSTAINED 


ABSENT TO-WIT: 


CITY CLERK ^ 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(ZONING MAP)~~ (GENERAL) (ANNEXATION! (SPECIAL) (APP ROPRIATION ) ORDINANCE 

Qf)7 ~ o n the / d ay of t 19 f> 


(RESOLUTION) No., 



C11% CLERK T " ” ‘ J PRESIDING OFFICER 

-.-c 7 - , . T "- v ■ 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of y (, 19 ,cy . at the hour of // o'clock . ,E . S / 


/ T 




//, l^at the hour of //'A ^ o'c 

^ . 

CITY CLERK 


Approved and signed by me this _day of 

at the hour of _o'clock 









































































































S-7 8-10-4 3 


We, your Committee i 


REPORT .OF THE COMMITTEE ON CITY' UTILITIES 

City Utilities _ to whom was referred an Ordinance 


approving a blanket purchase order - City Utilities Purchase 
Order No. 0338 for materials for the Water Maintenance & Service 
Department 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 
PAUL M. BURNS - CHAIRMAN 




PASS, 



JAMES S. 

STIER - VICE CHAIRMAN 


VIVIAN G. 

. SCHMIDT 


WINFIELD 

C. MOSES, JR. 


FREDRICK 

R. HUNTER 








CONCURS IN 

CHARLES W. • ' 


a, T v n cpy 


DATl 





























Memorandum 


c. 


To H. P. Wehrenberg, Board of Works 


Dat* October 10, 1978 


p rom Ruth Winget, Purchasing Department 

Subject Bid Reference #489, Copper Pipe 


COPIES TO: 


. A. Stanczak Jr. 
. L. Miller 


Herewith are bid documents (Bid #489) relating to Purchase Order 
Number B-0338 which is prepared favoring National Mill Supply for Copper 
Pipe for Water Maintenance & Service Department. 


(500') 


(500') 


10L 3/4" 

K Soft 100' 
Coils 


25 pc 2" 


K Soft 
2Q' L 


National Mi I I 
LaRan Copper 
Wayne Pipe 
V. R. Myers 


.71/ft. 
.728/ft. 
1.065/ft. 
.79/ft. 


2.364/ft. 

2.387/ft. 

2.891/ft. 

2.51/ft. 


TOTAL APPROXIMATE VALUE: $ 4,732,00 

Attached are the following documents in support of the recommendation 
for acceptance of National Mill Supply bid. 


1. Copy of Tabulation Sheet. 

2. Purchase Order Number B-0338. 

3. AI I Vendor's Bids. 

4. Copy of Bid Mailing List. 

5. Copy of S. L. Miller's memorandum. 


It is urged that in referring this bid to the City Council for 
enactment of an ordinance, that all of the attached items, together 
with this memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number is given 
to National Mill Supply until evidence of Council approval is furnished 
to the Purchasing Department. 



Approved: 




/ 4 ?/// /? fy 














uurrtrc wnicn rirc. 

Water Maint. & Service Dept. 

October 5, 1978 at 10:30 A.M. 

ccfxa 

a/a 

aj£, , ».K- 

ctiZ, ox. 

ir 

nynr 


EST. 

OTY SIZE DESCRIPTION 

&-033S 

PRICE 

PER FOOT 

PRICE 

PER FOOT 

PRICE 

PER FOOT 

PRICE 

PER FOOT 

PRICE 

PER FOOT 

PRICE 

PER FOOT 

50 3/4" 'K' Soft 100' Coils Fed. Spec. WW-T-799 

500' 2" *K' Soft 20' Lengths Fed. Spec. WW-T-799 

. 7 / 

, larJ/x. 


.'rt/Jk 

O 

;_$- 

-j,— 

' V J 

.3,3/7 1^7 

a. 3 % 7 /^. 

1 77 

' / 

3x7//7r, 

! 3 

> \\ 

4 


-7 

'T 

HZ 

> 1 

3 xT 

TERMS: « 


71 * 3 - 

4 'm3, 

^W" /° 

' v- 3 a 


rjk 

>■4 

F.O.B.: 


1/7, j-/ JhnJ4~ 












































©OW ®F (FQDDBTT Wlt\m\E 

CITY UT313TSSS 

DEPARTMENT OF PURCHASFS 
CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

r n 

NationaI Mill SuppIy 
5501 Distribution Drive 
Fort Wayne, Indiana 46825' 

L J 


ORIGINAL ' 

PURCHASE ORDER NO. O O Q ^ 

This numb§~rnasPa'psQr on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 


n at f October 10. 1978 


SHIP TO - 


Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


MAIL ALL - 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


est. qty 


50 

500' 


BLANKET ORDER FOR COPPER PIPE REQUIREMENTS 
FOR 1979 


3/4" K Soft 100’ Coils Fed. Spec. WW-T-799 
2" K Soft 20’ Lengths Fed. Spec. WW-T-799 


.71/ft. 

2.364/ft. 


$ 3,550 
1,182 


as 




Estimatec $ 4,732 



SUBJECT TO COUNCILMAN 1C APPROVAL 


Per Bid Ref. #489 
2 % 10 Prox. 

F.O.B. Delivered 
FIRM PRICE 


ATTENTION 


Send all I 

4th Fie 


Fort V. 

Show P. O. 
and invoic4. 


to G 
or, Ciiy-C 
.1 £. Mair 
ayno, Ind 
Number 


jneral Accounting 
nty Blcg. 


ana 468C 
*n Packir 


g Slip 


RW/pl #5014 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


BY. 





















form u-40 *•' ^ ?/?i& Jhdff. ■ 

City Utilities 5 

PURCHASE REQUISITION */ 6 

/S. / 

Please order the following Material for Delivery as Specified: . 

-^^^tReq. No. <&? .L $ £.— 


To 

On or befora. 


Ae*^ irsC&iBS*£ l 

<//* *r 




F>'033Y 


QUANTITY 

DESCRIPTION 

dot. 

DEPARTMENT 

ESTIMATED COST 







’§fSm 






m 


7 



~^r. - 

-7T - r -7 / 



q 

*ro 

VS '*■' xy/-, / i w &*r. um^m 

y3& 

. fJfS 

3 

*T(ro l 

3* 'K' *'' , )Lj£, a*d 


/y 

V.## 

vJ.f'm 


—- u - L7) 3 

'/ r • 


Hu~ 

132 


3. / Sj <L 32^ 2t ■#<? 2 -- 





2> % — / /y vtJ.3, -r /^ / ■ 





2B, ; a9jl£ 33^^ 





. JL ^/L*' yf<*3. 3^>y^-3.-r3 




REMARKS* 

; T. / fj? . i 

■yTsr y> '"r\3 / :y s ^ ^ 3 _i-- s —;- 





J&t 

«■ L 




□ 


jU. 




















































r CftM 3P23 


- CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 

INVITATION 


a ti* nmr» Utml, ^ r«ioMt*4 c=> 
i. far th. u nwitioo«l. ^.th 


Ruoher 423-7057 DEPARTMENT OF PURCHASES 


Room 470, Number One Main St,, Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

'Water Maintenance & Service Dept. 


Department 
or Division. 


415 East Wallace Street 
Address_ Fort Wayne, Indiana 46805 


Pag e. ' 1 . of_4— 

Ref. No. . .Agg , . . _ 

Date August 28, 1978 

Date wanted ........____ 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 

§£??f w m. Thursday. October 5, 1978 at 10:50 A.M. . * _ 

TJLrsa. rz 3 crrr is cser rson yr dsrai. xxcisx and ikdiaka stats: saxss tax teds crrrs tj.-diava saixs tax Er croH 

CXZnTICAXZ NUH3X3 13 SO. UUS. PSICX3 SHOUT-D NOT D1CZ.OT3 TH3S3 TAXX3. 3 m "Tajaraeeon-* to Hiiiir*" So. IS oa rmo» Wit( for tUtrilr. 

TAX EXEMPT (Unless otherwise indicated) 


ttafertjJ*, S.soltM. XgmljrM 


COPPER PIPE - 1979 REQUIREMENTS 
For January 1, 1979 thru December 31, 1979 

See attached sheets. 

The enclosed bidders sheet must be properly completed and 
returned as your bid, along with the enclosed Non-Collusion 
Affidavit. 

Vie require'a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, in quantities as required. 

All materials shall conform with the City of-Fort Wayne 
"Water Maintenance & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. . 


Affirmative Action On File:_ 


Attached-:_ 


Sw kMrxrpm N<x 11 « m-n -m *&• 

2 % cash discount if paid within lOthfiay^ from delivery and acceptance of goods or completion of 3> 


PROPOSAL OR BID 




Delivery o' any or ail of the items or completion of services Indicated shall be made within—day3 from receipt of order** 
IMPORTANT XS“ Ia ** 01 » ^ n u ta = ort * a » ia». 


r 


L 


~1 


J 




Natioji^. I. /Mi^ l Supply, Inc. 

..y/feo— 




^ 5$ Q1 D is tribution Dr .' 




, Fort Wayne, T t,h. U&K 15 . 














































copper Water pipe 


January 1, 1978 thru December 31, 1978 


EST. 

OTY. 

SIZE 

DESCRIPTION 


PRICE 

PER 

FOOT 

. 50 

3/4" 

* K* Soft 100* Coils Fed. Spec. 

WW-T-799 

$ 


71 

500* 

2" 

'K' Soft 20* Lengths Fed. Spec. 

WW-T-799 

$ 


.16.4 


COMPANY: National Mi ll Supp _ 

SIGNATURE: _ 

TERMS: 27, 10th. prox. Y _ 

: Deliver ad-1 

DATE:_l Q- . 4- Z&^_ _ _ 

FIR?-! PRICE FOR ORDER DURATION: January 1, 1979, thru December 31, 1979 


1 
















rc*M opis s—«» 


CITY OP POET WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 45302 
INVITATION 


u Cootaiio 


.onditSou os Cm 
it or wo-tIom. Tor t 
Cudl jgdod. til <t 


• foUcnrfct* U* ot 


423-7057 DEPARTMENT OF PURCHASES 
Room 470, Number One Main St., Ft. Wayne, Ind. 46302 


REQUI5ZD FOR DELIVERY TO: 


Water Maintenance & Service Dept. 


415 East Wallace Street 

Fort Wavne, Indiana 46803 


Page—J..,— of..-4— 
Ref. No. 489 
Date August 28, 1978 


Data wanted . 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CUT 
Closing 


Time of Bids— 


RETAIN DUPLICATE COPY FOR YOUR FILS 
October 5. 1978 at 10:50 A.M. 


T1TT. , 13 , . . . - r TEOJ* ySDSSAI. IT Cl S3 AMD TMDtAMA STAT3 SAL23 TAX. TH3 C T*3 IMDIAMA SAXXS TAX Xma-TIOI 

CXSTUTCAXS MXTM3X31 13 MO. mm. ?PJC33 SHOULD MOT IMCLUDS TH3S3 —Airs M "hcratou to HSAAW Mo. 19 o» rmm L»r«< ior Ai 

TAX EXEMPT {Unless otherwise indicated) 


COPPER PIPE - 1979 REQUIREMENTS 
For January 1, 1979 thru December 31, 1979 


See attached sheets. 


The enclosed bidders sheet must be properly completed and 
returned as your bid, along with the enclosed Non-Collusion 
Affidavit. 


We require'a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 


The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, in quantities as required. 


All materials shall conform with the City of-Fort Wayne 
"Water Maintenance & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


Affirmative Action On File 


_ PerforaJDC* Bond gX 


~ 3». bwtroedoa luca Mo. 1J oo rmrt* iiS* 1 

% cash discount if paid within .—day3 from delivery and acceptance of goods or completion of serricea. 


PROPOSAL OR BID 

«f*n t>i l i V 


Delivery of an/ or all of the items or completion of services Indicated shall be made within—days from receipt of order*' 
IMPORTANT XS" « '**'• h u 

-1 3»r*i 

^ ^ .Co 4 . j ^ • 


r 


222 * /JiSA-TAsr/ru*' 


L 


J 




s-aL 


cV> V' 















































COPPER WATER PIPE 


January 1, 1978 thru December 31, 1978 


EST. 

OTY. 

SIZE 

DESCRIPTION 


PRICE PER FOOT 

. 50 

3/4" 

'K' Soft 100' 

1 Colls Fed. Spec. WW-T-799 

$ , Z2 J'/pT' 

500' 

2" 

»K f Soft 20' 

Lengths Fed. Spec. WW-T-799 

$ at- 7 //-;)PT 


COMPANY: (Uo 

SIGNATURE:. 


TERMS: TT-^r fy ___ 

F.O.B.: X>& CV< I>CSTi^Tli,J ,■? ^£ T~ £>klCt<s<Z>^y 

DATE: 9!/f&/?X _*_— 

FIRM PRICE FOR ORDER DURATION:_ J? Q ^>4yS __ 


<VJ 

^ /T7-D ,< ^ 


-r <f f tf/iszio ,'TETcT 
t^zrZZ. ~T7.'Ar y* m 
C*P' , &Z. £y 


CZ> ss&z. T/& ' Z - 

„,LL psy 4^ ^ CGJ,/r ’ 

p M rC/^AZ r~V I* 7 "^ ,i 
















rcn m Df» 2 » 


CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 


• fotfowia* l**t ctf 


% all ehxTT-x fc 


. F. Buaher 423-7057 

Room 470, .Number One Main St., 


department op purchases 
Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: . 

nrT Water Ma i ntenance & Serv ice Dept. 


415 East Wallace Street 
Fort Wayne, Indiana 46805 


. o f_d_ 


Page., ' 1... 

Ref. No. ^89 _ 

Data August 28, 1978 

Data wasted_,_....._ 


Frrad 

Appropriation No. - 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY ROR YOUR FILE 

§^fof m a* Thursday, October 5, 1978 at 10:50 A.M. _________ 

TAXES. TH3 CTTT 13 SXH1GT T30H P2BZHAI. TXCIS3 AND INDIANA STATE SALES TAX. TH3 OTTS INDIANA 3AL23 TAX EXETCVTON 
CX3XI7ICAX3 NCTM3ZH 13 NO. UiOi. PSICS3 SHOUTS NOT INCLUDE THESE TAXES. Sm "laatmatio** to EliW No. 10 oa rmm Lrrm< tor drtalU. 

TAX EXEMPT (Unless otherwise indicated) 


S.ppU—. Rna». 


COPPER PIPE - 1979 REQUIREMENTS 
For January 1, 1979 thru December 31, 1979 

See attached sheets. 

The enclosed bidders sheet must be properly completed and 
returned as your bid, along with the enclosed Non-Collusion 
Affidavit. ' 

We require'a guaranteed firm price for ai! shipments made to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort Wayne 
"Water Maintenance & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


Affirmative Action On File 


Bid Bond required 


Sm kwtrwrfoa Iwa No. 11 eo n 

% cash discount if paid within_days front delivery and acceptance of goods cr completion of services. 


PROPOSAL OR BID 


Delivery of any or all cf the items or completion of services indicated 3hall he made within—day3 from receipt of order* 5 

YTmflpT A"'em rCT5“ A* i*UT»ry mar N. a factor In tN. .marl ci cri»r, J* 1 -- ’ 1 

J - XL ~ 1 t i=: ' terzlut tN» lalortoatioa rr..-^rt*4 tom. 

-1 Sts* Smi 

WAYNE PIPE & SUPPLY, INC. 


r 






J 




^ 10/2/78 















































January 1, 1978 thru December 31, 1978 


EST. 

OTY. 

SIZE 

DESCRIPTION 



PRiCE PER FOOT 

. 50 

3/4" 

»K» Soft 100' 

1 Coils Fed. Spec. 

WW-T-799 

$ 1.065 ft. 

500’ 

2" 

'K* Soft 20' 

Lengths Fed. Spec. 

WW-T-799 

$ 2.891 ft. 


COMPANY: UAVNE PTPF. & SUPPLY- INC, 

SIGNATURE^ (9 <*. 


TERMS: 2% lpth and 25th. Net 30 da vs. 

F.O.B.:_ Delivered _ 

DATE:_ 10/2/78 __ 


FIRM PRICE FOR ORDER DURATION: For Jan. 1. 1979 to Dec. 31. 1979 















CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

xiAW* ex «ood:eo»» o* Ok win, »r» wiwtJ ca th. fcRc-win* Crt < 


. R. F. Bucher 425-7057 
Ream 470, ^Number One Main St., 


department of purchases 
Ft. Wayne, Ind. 46302 


BEQUTSSI) FOB DELIVERY TO: 


Department . . 

or Division-,-»atsr -^ajn^g 


lance & Service Dept. 


415 East 
Fort Wav 


I lace Street 

Indiana 46803 



Ref. No. — ^ p,q _ 

I Data AuqusT 28, 1978 

Date wanted_ 

I Fund 

I Appropriation No.__ 


RETURN ORIGINAL TO ' 
ClOSimar. _ Tk„re»l 5 >i 


EE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
October 5, 1978 at 10:50 A.M. 


TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE - 1979 REQUIREMENTS 
For January 1, 1979 thru December 31, 1979 


See attached sheets. 

The enclosed bidders sheet must be properly completed and 
returned as your bid, along v/it'n the enclosed Mon-Collusion 
Affidavit. 

We require'a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid v/i II be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, in quantities as required. 

All materials shall conform with the City of-Fort Wayne 
"Water Maintenance & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 

Affirmative Action On File:_Attached-:_ - 


rss 

3m 2osd rs<Tcirt>d rj □ - 

Te-pra 2t$S cash discount if paid 


yo tx3 

_ ^ Perfomosc-* 2ocd , . 

within l Cl days from delivery and acceptance of yoods or completion c i services. 


la taaji-with uberr-t 'stalls' rab>-*rt to all semdtiom? —cdTar* azxl i/rrenw. *J a. 

Delivery of any or all cf the items or completion of services indicated shall be made within_days from receipt of order": 

IMPORTANT 327* 7 **^ *-. ci « orf-*, u n -A»t av*}w» 













































Page 3 of 4 


COPPER WATER PIPE 




January 1 

!, 1978 thru 

December 31, 1978 


EST. 

OTY. 

SIZE 

DESCRIPTION 




PRiCE PER FOOT 

. 50 

3/4" 

’K* Soft 100’ 

1 Coils Fed. 

Spec. 

WW-T-799 . 

$ .79 

500* 

2" 

’K* Soft 20’ 

Lengths Fed, 

. Spec. 

WW-T-799 

% J?.S/ j 


COMPANY 

/2qm2. —— 




SIGNATURE^ 

TERMS: J? */! /Q#rf?ox Itirf 
F.o.3.: F)<?, /1 ueseec/ 


0ATE:_ / 0 / 7 / 7 F _____ 

FIR'.' PRICE FOR ORDER DURATION: C/ /f79 /9<?g- „?/ 














ret* m DPis 5— 


CITY OF FOET WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 


Qmotxtou. rai>i*ci ta 

KTOsilw. «tste hvm»^ 


a ti. T-wrtnt b*noi, ar» «qMot»d e 
i, Isf th* dwt=«* *» aMatiotMd. •» 

. *11 cWg« tor Mwt. >t!dtn 


R. F. Buaher 423-7057 


Room 470, ^Number One Main St., 


DEPARTMENT OF PURCHASES 
Ft. Wayne, Ind. 46S02 


' REQUIRED FOR DELIVERY TO: 


W3ter Maintenance & Service Dept. 


415 East Wallace Street 

Fort Wayne, Indiana 46805 



Fond 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing: 

Tame of Bida. 


Thursdav. October 5. 1978 at 10:50 A.M. 


TJL23S. ths crrr is cset rsoa ram? al xxass aho nrotAHA stats sauks tax. th 3 amrs ikdiaha saixs tax nareoH 

rrj^ rrirr ifCM3Z3 03 HO. HiOS. ?2IC23 SHOULD NOT ESCXUD2 TH3S2 TAX2S. S« “iuiratdoa, ta Hading" Ho. 19 on rmr* 1st 

' XAS EXEMPT (Unless otherrnse indicatsd) 


KaWtaD. 3.ppILn*> Z 


COPPER PIPE - 1979 REQUIREMENTS 
For January 1, 1979 thru December 31, 1979 


See attached sheets. 


The enclosed bidders sheet must be properly completed and 
returned as your bid, along with the enclosed Non-Collusion 
Affidavit. 


Vie require'a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. ■ 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, in quantities as required. 

All materials shall conform with the City of-Fort Wayne 
"Water Maintenance & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


Affirmative Action On File:_ 


F/ 


1 




314 Bond required Q - 

Tei^H 3 .% cosh discount if paid within. 


-2111 v 


dayc from delivery and acceptance of ypdda or completion cf a 


PROPOSAL OP. BID 




IX 


\ 


DelivertT Tv orail of the items or completion of aervice3 Indicated shall ha mace mi: cm—days from receipt of ,cier~ 
■nXDrVPT A V? repp* As dtUvitr b* a. of w^wnS*** ft U 

^ f furadAi tTKrs***** Zs&r*, j\ jj ‘ ' ‘ * •' ^ 

r t \ Vc 7 -^"' f\K 


recsupc ox,crcer 

t U Laporaul.iSit 5t*»ww» 

n '2 ff 


J 



We * c “ a *^. 1 j V 


\! 

JUAtm* t... 

xj 













































CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St,, Ft, Wayne, Ind, 46802 
INVITATION 

nMwi to ti>, wsdlUoaa ca ti, vmn* i»rW, >-•< rw*o~<-l oa tio folWia* R*t of 
uNtli’i . Ml at MrrfsM. tsr th» <L»-»ir=-ot u nMtioo^. an>Ji itHttrr to tioa 

R. F. Ruaher 423-7057 DEPARTMENT OF PURCHASES 


..._Room 470, Number One Main St,, Ft. Wayne, Ind, 46802 

REQUIRED FOR DELIVERY TO: ~~ 

Department 


Page—J— 
Ref. No. 489 


Of- i 


or Division— 


Water Maintenance & Service Dept. 


415 East Wallace Street 

Fort Wavne, Indiana 46805 — 


Date August 28. 197 

Data wanted__ 


Find 

Appropriation No. 


Address _ 

RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILS 
Closing 

Tima 0 f -R i^ Thursday, October 5, 1978 at 10:50 A.M. ___ 

tx=3» tees crrr a sra?? rzon r =czral rrcss and Indiana stats salts tat. th 3 crrrs Indiana salts tax mnoTtOM 

CX3TI7ICAIS NUN3ZS IS NO. U4M. PRICXa SHOULD NOT INCLUDS THZSS TAXS3* S*« -1^-^doo, to BJiUr*-' No. IS m rwrrrt* Nod ict ittti u. 

TAX EXEMPT (Unless otherwise indicated) 



Coi» 

XifcwUU*. S.P-.1U*, 3o«i»—* »f s~rri*~ 

Oaxt 




COPPER PIPE - 1979 REQUIREMENTS . 

For January 1, 1979 thru December 31, 1979 





See attached sheets. 





The enclosed bidders sheet must be properly completed and 
returned as your bid, along v/ith the enclosed Non-Collusion 
Affidavit. 


\ ■] ' 



We require'a guaranteed firm price for all shipments made to 
us during the period stated above. 

\/ 




The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 


y 



The pipe will be shipped only upon issuance of 

Departmental Purchase Orders, in quantities as required. j 

‘0 

\ 



All materials shall conform with the City of-Fort Wayne (A/ 

"Water Maintenance & Water Service Materials Standards"^ ly 

revised as of August 6, 1974 and any supplements or Ja vl 

modifications thereto. J . 

Affirmative Action On File: Attached^ ) Y 


34 



"\r T 1 

AY 


Bid Bo=d rs<r=r&d (v{ 
Te^ma 


r\\r 


\ v | 


% cash discount if paid within 


days from delivery and acceptance of geedjcr completion of servics 


PROPOSAL OR BID 


T rabj-*ct to *il c* 


, ua<Urj±r^*d csj?*r» cod t. 


Delivery c 

r 


7 or ail cf the items or completion of services Indicated shall be made within_,day3 from receipt of crdar' 

IMPORTANT if ^ ‘ it4 r a r 

r r - — , fu ml i-a th.» IzJorrx* 

n 


L 












































RECORDS OF BIDS ISSUED TO BIDDERS 


D NQ. 489 _ 

1T -* 1: Copp er Pi ps_- 

DEPARTMENT: W.M. & S. _ 

OPEN DATE: 10/5 TIME: 10:30 


VENDOR NAME & ADDRESS 

DATE - NAME BID PICKED UP 

CARDS MAILED 

BID MAILED 

RETURNEL 

National Mi 11 Supply 

'9-15-78 D. Shackley 

9-13-78 



Wayne Pipe & Supply 

9-13-78 Dick Schmieman 

9-13-78 



Central Supply Co. 

9-15-78 Jacl AARON 

9-13-78 



Treaty Company 


9-13-78 


• 

Tri-tate Plumbing Supply 


9-13-78 



Pipe & Supply 



9-14-78 


Federal Copper & Brass 



9-14-78 


LeRan. Copper & Brass 



9-14-78 


Michigan Hydrant & Valve 



9-14-78 


Reading Brass Company 



9^14-78 


! ! 

i 






































RECORDS OF BIDS ISSUED TO BIDDERS 


31 D NO. 489 __ 

I TEM: Copper Pipe __ 

DEPARTMENT: W M. & S. _ 

OPEN DATE: 10/5 TI ME: 10;50 


VENDOR NAME & ADDRESS 

DATE - NAME BID PICKED-UP 

CARDS MAILED 

BID MAILED 

REiURNEl 

Water Works Suppliers 



9-14-78 


Clow Corporation 



9-14-78 


V. R. Myers Pump 

9-19-78 Bob Franke 

9-13-78 


"Mr 

Midwest Utility Supply 



9-14-78 

• 

Sidener Supply.of. Indiana. 


—-: - 

„ 9-14-78 
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Memorandum 

To Mr. Dick Bugher - Purchasing Department, City _p a t e October 6 , 1978 

Utilities ~~~ 

From Sheridan L. Miller-Superintendent, Water Maintenance & Service Dept. 

Subject Bid Tabulations ________ . 


Reference Bid #489 Tabulation for copper water pipe opened October 5, 
1978, at 10:30 A.M., I would like to request that National Mill receive 
this bid. National Mill submitted the low bid, and their material is 
acceptable. 

Reference Bid #488 Tabulation for cast iron fittings opened October 4, 
1978, at 11:00 A.M., Items #1 and #2, I would like to request that the 
bid be awarded to V. R. Myers based on low bid and acceptable material. 

Reference Bid #487 Tabulation for bronze fittings opened October 4, 

1978, at 10:30 A.M., seven (7) companies submitted bids, and three (3) 
companies were discarded because of past experience of inferior 
materials. I would like to request that Items #1, #2, #3 and #4 be 
awarded to Ford Meter Box Company based on price and acceptable 
material. I would also like to request that Items #5 and #6 be awarded 
to Central Supply based on price and acceptable material. 

Reference Bid #490 Tabulation for fire hydrants opened October 5, 1978, 
at 11:00 A.M., I would like to request that this bid be awarded to the 
Mueller Company based on price. 

Please note that on Bid #488 Tabulation for cast iron fittings. Items 
#3, #4, #5 and #6 and #7 will be shipped in by two (2) companies that, 
bid on same. It is unknown at this time whether their material is 
acceptable. I will follow later with a reply on these particular items. 



Sheridan L. Miller - Superintendent 

Water Maintenance & Service Department 
City Utilities 

SLM/dm 


/-"A . 

L \\ • 















TITLE OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES BLANKET PURCHASE ORDER NO. 0338 - NATIONAL 
-- — MILL SUPP LY- 


DEPARTMENT REQUESTING ORDINANCE 


BOARD OF PUBLIC WORKS 


7 ?-/*- /3 


SYNOPSIS OF ORDINANCE CITY UTILITIES BLANKET PURCHASE ORDER NO. 0338 - NATIONAL SUPPLY 
FOR COPPER PIPE FOR THE WATER MAINTENANCE & SERVICE DEPT., ESTIMATED AMOUNT OF $4732.00 


(PURCHASE ORDER AND MEMORANDUM ATTACHED) 


THIS WAS THE LOWEST BID OF FOUR SUBMITTED 


EFFECT OF PASSAGE ACQUISITION OF COPPER PIPE FOR WATER MAINTENANCE & SERVICE 


EFFECT OF NON-PASSAGE INABILITY TO COMPLETE SERVICE OR MAINTENANCE CALLS 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $4732.00 EST. COST - FROM WATER UTILITY 


ASSIGNED TO COMMITTEE 

































